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Message Text 


USDOC FOR BEWT/TD AD/BOWIE 


E.O. 11652: N/A 
TAGS: BTIO, RO 

SUBJECT: BIDS KTR DAM MONITORING INSTRUMDSTS FOR RIUL MARE- 
RETEZAT HYDROPOWER PLANT 

REF: USDOC 14163 

1 . EMBOFF MET WITH MRS PONTA, ROMENERGO CHIEF OF IMPORT 
SERVICE ON 5 AUGUST. 


2. ACCORDING TO MRS PONTA, NONE OF COMPANIES SPECIFIED IN 
REFTEL HAS MADE A PROPOSAL FOR SUBJECT PROJECT. SHE ADDED 
THAT ONLY NORTH AMERICAN COMPANY TO ISSUE PROPOSAL WAS A 
CANADIAN FIRM. 

3. EMBOFF EXPLAINED TO MS PONTATHAT THERE WAS PROBABLY NOT 
ENOUGH TIME FOR MOST COMPANIES TO CONSIDER THE PROJECT AS THEY 
ONLY RECEIVED TECHNICAL DOCUMENTS AFTER JULY 19. IT WAS ALSO 
NOTED THAT SOME OF THE DOCUMENTS WERE ILLEGIBLE. MRS PONTA 
SAID SHE WAS AWARE OF BOTH PROBLEMS. 
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4. PONTA ADDED THAT EVEN THOUGH AUGUST 1 DEADLINE 
HAD PASSED, ANY TECHNICAL OFFERS RECEIVED FROM FIRMS 
RDPRIOR TO SEPTEMBER WILL STILL BE CONSIDERED. NOT: 
UNFORTUNATELY, NO ADDITIONAL BID DOCUMENTS ARE AVAILABLE 
FOR TRANSMITTAL. 

BARNES 
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